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Then if yx is the capacity of the connections, etc. which are not
enclosed Jby the substance

ya = the air-capacity of the parts so enclosed,
x  = the specific inductive capacity of the substance,

y\ = ri + 72>

2/2 =

So that x is determined by the relationparallel plates forming a condenser
